Mr. Miller stated that the mine conditions on the B-section during
both the regular and overtime shift on August 6, 1981, were "normal11
(Tr. 377).  Mr. Miller confirmed that he was present at a company meeting
when the pillar plan was discussed with Che crew, and they were told
Chat they would be expected to work additional hours if the pillars had
not been completed at the end of the regular work shift (Tr. 378-379).
He believed that Mr. Raymond Cochran made the statement that "if you
got them started, and you take off and leave them without being finished,
you've got a whole lot of coal right there that you've lost" (Tr. 379).
Mr, Miller indicated that it was his opinion that at the end if the regular
shift on August 6, that it would take 3 or 4 hours to finish the pillar
(Tr. 379).  Mr. Miller confirmed that the overtime shift finished at
3:00 o'clock, and he indicated that he stayed because there was work
to do and he stated that "I felt I was lucky Co get to go back and keep
my job" (Tr. 384).  He could not recall whether he was paid straight time,
nor could he recall whether he had already put in 40 hours (Tr. 384).

Lester Caldwell, testified that on August 6, 1981, he was employed
by the respondent on the B-section day shift and did not work with
Mr. Eldridge on the night shift.  He confirmed that he was working on
the section on Monday, August 10, 1981, during the day shift, and that
the row of pillars previously worked by Mr. Eldridge's shift had been
timbered off.  He explained "timbered off" by stating that "they'd already
pulled out of it; pulled out of that row of pillars and set up on another
set", and that breaker posts were set (Tr, 386).  He confirmed that equipment
could not be taken back into the area previously worked because it was
blocked off by the breaker posts, and during his shift on Monday, he
saw no one go beyond the row of breaker posts (Tr/ 387).

On cros^5-examinaj:ion, Mr, Caldwell stated that when he went back
to the section on Monday, August 10, he was working on a different row
of timbers than that worked on by Mr. Eldridge's crew the previous
Thursday evening, and that the row of pillars worked on by Mr. Eldridge's
crew was still standing on Monday and had not caved in (Tr. 387).

Char 1 es___C'ody testified that on August 6, 1981, he worked the second
shift A-section of the mine but was called to the B-section and asked to stay
and work overtime.  He believes that he operated a loader, and before
the work began he estimated that he would have to stay and work four
or five hours (Tr. 389).  At the end of the overtime, except for a cut
that could not be taken, all of the pillar row was gone and the breaker
posts were set before they left the section (Tr. 390),  The section looked
"about normal for a pillar section" when he was there working on overtime
(Tr. 391).

On cross-examination, Mr. Cody confirmed that a week or so before
August 6th he was working on a different pillar row and he indicated that
mine condicions do change quickly once cuts are taken (Tr. 392),  He also
confirmed that the roof top on the B-Section had a "four foot rash all the

431e (Tr. 201).
